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FM SECSTATE WASHDC 

TO AMEMBASSY BUENOS AIRES 

UNCLAS STATE 141885 

E.O. 11652: N/A 

TAGS: BEXP, AR 

SUBJECT: REQUEST FOR U.S. ENGINEERING STANDARDS 
REF: BUENOS AIRES 3932 

1. USDOC HAS DISCUSSED REFERENCE REQUEST WITH U.S. 

BUREAU OF RECLAMATION AND U.S. ARMY CORP OF ENGINEERS. 

BOTH AGENCIES ADVISED THAT THEIR STANDARDS AND 
SPECIFICATION FOR HYDROELECTRIC DAMS AND POWERHOUSE 
DESIGN ARE COVERED IN MANY, MANY VOLUMES, MOST OF WHICH 
MAY NOT BE OF A Y INTEREST TO AYEE. 

2. WE HAVE ASKED THESE AGENCIES TO SEND TO THE EMBASSY 
COPIES OF THEIR STANDARDS AND SPECIFICATIONS PUBLICATION 
INDEX. WE SUGGEST YOU DISCUSS THE INFORMATION CONTAINED 
IN THE INDEXES WITH AYEE AND REQUEST COPIES OF THE 
PU3LICATIONS DIRECTLY FROM THE U.S. AGENCIES. KISSINGER 
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